To: chris.sorensen[chris.sorensen@state.co.us] 

From: Sorensen, Chris 

Sent: Sun 8/16/2015 12:49:04 PM 

Subject: EPA SitRep 

GoIdKinaMineSitRprt? 08-15-2015 final.pdf 

Situation Report #7 for the Gold King Mine incident from EPA Region 8 is attached. 

Chris Sorensen ] Operations Section Chief 
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